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INFO OCT-01 EUR- 1 2 ISO-OO OES-07 SOE-02 OIC-02 /039 W 

059899 101727Z/47 

R 101245Z MAY 78 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 2641 


UNCLAS ROME 8515 


E.O. 11652: N/A 
TAGS: ENRGOTRAIT 

SUB J : MEETING FOR COOPERATIVE TESTING OF ADVANCED GEOTHERMAL 
CONVERSION EQUIPMENT-SALT LAKE CITY, MAY 22 AND WASHINGTON , 
MAY 26 1978 


REF: (A) DOE (BLACK ) TELEGRAM TO SERWER, MAY 5, 1978, (B) 

TELCON BRACCHETTI /MCFARLAND (DOE) 

DEPT. PASS CLIFF MCFARLAND, DIVISION OF GEOTHERMAL ENERGY/DOE 

ITALIAN DELEGATES TO SUBJECT MEETINGS ARE : PROF. GIOANNI 
ALLEGRINI. ENEL/LARDERELLO; ING. RICCARDO CORSI, ENEL CENTER 
FOR GEOTHERMAL RESEARCH; ING. GIANCARLO GRAZIA, TECHNICAL SERVICES, 
SNAM-PROGETTI; ING. CARLO MULAZZI, DEVELOPMENT SERVICE, 
SNAM-PROGETTI; AND ING. RENZO FIDENZI, GEOTHERMAL SERVICE/AGIP. 
DELEGATION WILL MAKE ITS OWN HOTEL RESERVATIONS AND WILL BE 
IN SALT LAKE CITY ON MAY 22. 

ACTION REQUESTED: PLEASE CABLE EXACT NAMES, PHONE NUMBER, 

ADDRESS AND TELEX NUMBER OF THE COMPANY TO BE CONTACTED BY THE 
DELEGATION IN SALT LAKE CITY FOR ONWARD TRANSPORTATION 
ARRANGEMENTS TO ROOSEVELT HOT SPRINGS, UTAH ABD RAFT RIVER, IDAHO. 
GARDNER 
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